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= 30 YEARS tepresents our experience and interest in Designing, Engineering 


RETURN TO 


DESIGN DIV. 


and Manufacturing of Commercial, Industrial and Residential lighting fixtures. 
Naturally, with these resources to draw upon, affords us an excellent opportunity 
to contribute our share to the progress of Better Light For Better Sight. 


Many hours of study and development were required to produce this new line of 
: lighting fixtures, as full size models were made of each fixture in order to acquire 
arr the ultimate in design, finish and quality for proper illumination. 


In presenting this book to the jobber and dealer, we have endeavored to provide 
4 945 him with a selling aid that will not only assist him in securing more business but on 
NN 24.1 fa highly profitable basis. Please read each item under title for SPECIFIC INFORMA- 

_ TION and INSTRUCTIONS, as its purpose is to conserve your time and avoid any 


misunderstandings. 
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896 


Bottom turn knob 
switch controls 
1-3-4 Lights. 


Bottom turn knob x —_ —_— 
switch controls 
2-3-5 lights. 


Bottom turn knob 
switch controls 
2-3-5 lights. 


886 


Bottom turn knob 
switch controls 
1.3.4 Lights. 


885 


Style Spread Length Standard 


Catal Styl 
ber “ Inches Inches Package 


Number —s—SSCSSsdnichhes Inches Package —— ee 

ap 5 light emi collin | light eenresting 18 1g a 
5 light drop ig Trop 

795 5 light semi-ceiling 4 light semi-ceili 16 18 3 

7196 5 light drop 4 light drop 7 16 36 3 


: Gold Bronze with Ivory decorative glass bowl. 895 and 896 are equipped 


Finish: Plated gold ithi i : : inish: 
inish: Plated gold tone with ivory decorative glass bowl. ‘ ‘ : a crystal glass shaft. All fixtures wired and individually packed, UNDERWRITERS 


UNDERWRITERS All fixtures wired and individually packed. 
These Ivory decorative glass bowls harmonize tastefully with any type of home APPROVED 


decoration. 


APPROVED This group of indirect pieces offers something distinctly unique in glassware of unusual 
beauty and design. 


The § o V EREI G N Serles The FEN WAY Series 


846 

ebhi . Bottom ti knob 

iM ey Mm em — awitehicentsals 
cog paint — — in 1-3-4 Lights. 
715 

718-15" / somos Bottom turn knob 
aca ie switch controls serene 
Bottom turn knob 


1 = A 12-3 Lights. : 
switch controls eee) me = } ~ a MIT 
a) NT. Sn, ; 


1.2.3. Lights. 
724 


Catalog Style —_ Finish Spread Length Extension Standard Code z = 
Standard Code 


Number Inches Inches Inches Package Exrengi 
Se a xtension 
3 BIRD Number Inches Inches Package 


715 
TUS 
718 
19 
724 
731 
751 


UNDERWRITERS 
APPROVED 


3 light drop 
3 light drop 
3 light drop 
3 light ceiling 
3 light ceiling 
1 light bracket 
1 light bracket 


or 3 lights. 


New ivory and gold 
Gold tone and gold 
Gold tone and gold 
New ivory and gold 
Gold tone and gold 
New ivory and gold 
Gold tone and gold 


3 
3 
3 
3 
6 


6 


LOUVRE TYPE WITH GLASS DIFFUSING BOWL AT BOTTOM 


The D E L M A R Series 


BISON 
BITE 
BLAB 
BLADE 
BLANK 


BLEW 


Nos. 715, 717 and 718 are equipped with bottom turn knob switch controlling 1-2 
All fixtures wired and individually packed. 


7715 
777 
841 
845 
846 


3 light drop 

3 light semi-ceiling 
1 light bracket 

4 light semi-ceiling 
4 light drop 


14 
14 
10 
16 
16 


36 
15 
3% 
13 
36 


Finish: New ivory with gold trim. Glass bottom provides semi-indirect light. Fixtures 
take 25 to 75 watt bulbs. 
All fixtures wired and individually packed. 


The M E L B O U R N Z Sertes 


ACCORD 
ACCOUNT 
ACA 

ACB 

ACC 


UNDERWRITERS 
APPROVED 


3189 


3184 


tyle Spread Extension 
Inches Inches Package 


1 light bracket 4% 6 6 
3 light drop 47 36 
5 light drop 17 36 


1 light semi-ceiling 7 1414 


Finishes: Colonial brass or pewter and gold. Clear iced crystal glass shades. 
All fixtures wired and individually packed. 


Specify finish desired. 


The p | L G R | M Series 


Standard 


UNDERWRITERS 
APPROVED 


| 
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UNDERWRITERS : Inches Inches Inches 
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tinal val 


Style Spread Length Standard 


Package 


Extension 


APPROVED 1 light bracket 414 1 9 6 
3 light drop 15 36. 
5 light drop 18 36 
1 light semi-ceiling fi 14 


Finish: Polished Brass with genuine cut glass crimped top shades. 


All fixtures wired and individually packed. 


The PLYM OUTH Series 


Code 


ADF 
ADG 
ADH 
ADI 


Catalog Style Spread Length Extension Standard Code 
Number Inches Inches Inches Package SSS SSS 

= NO a FF % Catalog Style Spread Length Extension pionderd 
735 3 light semi-ceiling 3 a SS | — = nches Inches nches ackage 
736 3 light drop 3 BLAST UNDERWRITERS | UNDERWRITERS ee apo Se 
750 1 light ceiling 6 ABV APPROVED APPROVED 1 Light bracket . ° 1% 3 
7 1 light bracket 7 4 ACCEPT ———$—$————SS 180: 5 Light drop 3 

é as 3 Light ceiling 3 

Finish: New ivory and gold. Glass bottoms provide semi-indirect light. 3 Light drop ) 
Finish: Chrome and crystal. 
All fixtures wired and individually packed. 
All crystals and fixtures made in U.S. A. 


All fixtures wired and individually packed. 


The M E L B O U R N E Sertes : ) The oa R ¥ 5 T A L Series 


3121 


One Light Bracket, 5’’ Extension, 
814” Length. 
Standard Package: 6 Code: North 
Finish: Polished Brass 
Shade: Genuine Cut Glass. 
Wired and individually packed. 


3129 
One Light Drop, 7’’ Spread, 36’’ Length 


Standard Package: 3. 
Finish: Polished Brass 
Shade: Genuine Cut Glass 
Wired and individually packed 
Ve 


»8 


Code: Nud 


3130 


One Light Ceiling, 414” Spread, 
3” Length. 
Standard Package: 12 Code: Nidge. 
Finish: Polished Brass 
Wired and individually packed. 


a7 


@o.4 


\ a | 
) <  —_ | 
Se 

Catalog Styl Spread Length Extension Standard ER USS | 

Number ‘ Inches Inches Inches Package | UNDERWRITERS 

3171 1 light bracket 4\ 8 9 6 ACW UNDERWRITERS ] APPROVED 

3174 3 light drop 15 36 3 ACX APPROVED 

3176 5 light drop 18 36 3 ACY 3124 

3179 1 light semi-ceiling 7 13 a ACZ ; Five Light Drop, 19” Spread, 36’’ Length Three Light Drop, 15" Spread, 36’ Length 

3180 1 light ceiling 7 Hj 6 ADA Standard Package: 3. Code: Note Standard Package: 3 Code: Nose 


Finish: Polished Brass 
Shade: Genuine Cut Glass 
Wired and individually packed 


Finish: Polished brass with genuine cut glass shades. 


All fixtures wired and individually packed, 
The MAYFLOWER Series 
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The COLONY COLONIAL Series 


Finish: Polished Brass 
Shade: Genuine Cut Glass 
Wired and individually packed 


UNDERWRITERS 
APPROVED 


6045 


The above fixtures are designed for use on low ceilinged 
rooms, and are toned to harmonize with atmosphere of 6042 
recreation rooms, porches, bedrooms and sun rooms. You 
will find these beautifully finished, durable and very 


economical, 


Catalog Spread Length Standard 


Number Style Finish ____Inches Inches Package Code 
—— = = ———— ——— 1840 1 Light Beam Light — Knotty Pine 7 6% 6 ACF 
Catalog Spread Length Extension Standard 1843 3 Light Ceiling Knotty Pine 124 a 4 ACG 
Number Style Inches Inches Inches Package Code ? 1845 § Light Ceiling Knotty Pine 14 3 3 ACH 
6040 Beam Light 1% 5 6 Achieve 7022 2 Light Ceiling Ivory and Gold 1 5 12 ODOR 
6041 1 Light Bracket 6 5 7 4 Ache 7023 3 Light Ceiling Ivory and Gold 13 i} 12 OFFER f, O 
6041-S 1 Light Bracket with 6 5 7 4 Aching + 7025 5 Light Ceiling Wory and Gold 15 5 6 OFA 
Textolite Shade ew 
6042 2 Light Fixture 12 5 4 Acid ALL FIXTURES WIRED AND INDIVIDUALLY PACKED. 2 ~o VU \ 
6043 3 Light Fixture 12 5 4 Acidify > 
6045 5 Light Fixture 1414 5 2 Acidity Boe 
a = UNDERWRITERS | 
Finish: lvory and Gold. All fixtures wired and individually packed. APPROVED 


The P U R | TA N Series 


Standard Package: 6 
3403 
Standard Package: 6 Code: Kelp 


Finish: New Ivory and Gold. Glass: Ivory 
Wired and individually packed 


8070 Sr 


One Light Dome, 8” Spread, 
5" Length 
Standard Package: 6 Code: Hemp Three Light Drop, 36’ Length, 15’ Width 
Finish: lvory and Gold Standard Package: 6 ‘Code: Ketch 
Glass: Delicate Honey Tint Glass Finish: New Ivory and Gold 
Wired and individually packed Glass: Ivory 


Wired and individually packed 


Bottom turn knob switch = 
controls 2-3-5 lights 


3405 3406 


Five Light Semi-Ceiling, 15’’ Length, Five Light Drop, 36”’ Length, 18” Width 
eae om Width ee UNDERWRITERS Standard Package: 6 


Standard Package: 6 Code: Ken APPROVED Finish: New Ivory and Gold 
Finish: New Ivory and Gold Wired and individually packed 
Glass: Ivory Code: Kick Glass: Ivory 


Wired and individually packed 


The WAL D O R F Series 
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One Light Bracket 
9” Length, 614” Extension, 5’’ Width 


‘ode: Keel 


Finish: New lvory and Gold 


lass: Ivory 
Wired and individually packed 
Three Light Semi- Ceiling, 14’ Length, 
15” Width. 


Bottom turn knob switch controls r 


Catalog Spread Length Extension Standard 

Number Style Inches Inches Inches Package Code 

3501 1 Light Bracket 5 9 7 6 ADJ 

3503 3 Light Semi-Ceiling 15 17 3 ADK 

3504 3 Light Drop 15 36 3 ADL 

3505 5 Light Semi-Ceiling 17 17 3 ADM 

3506 5 Light Drop 17 36 3 ADN 

Finish: New lvory and Gold. Ivory glass shades. $$ $< $< —__ 

All fixtures wired and individually packed. UNDERWRITERS 
APPROVED 


The CARTER Series 
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2991 


One Light Bracket 
5’’ Spread, 8’’ Length, 8’’ Extension 
Standard Package: 6 Code: Need 
Finish: New lvory 
High-Lighted in Rich Gold 
Shades: Glass Light Ivory Color 
Wired and individually packed 


Three Light Semi-Ceiling 
16” Spread, 15’ Length 
Standard Package: 3 Code: Neon 
Finish: New Ivory 
High-Lighted in Rich Gold 
Shades: Glass Light Ivory Color 
Wired and individually packed 


em 2999 
$ One Light Drop 


x 914" Spread, 36’’ Length 
z Standard Package: 3 


t Code: Next 
~ — HighLighedin Rick Gold . 
igh-Lighted in Ric! 0! 
= shades: Slats Light 2994 
) vory color ; ” 
r {Wired and individually Three Ligh Pree ie Spread, 
3 packed Standard Package: 3 Code: Nerve 


inish: New Ivory 
High-Lighted in Rich Gold 
Shades: Glass Light Ivory Color 
Wired and individually packed 


UNDERWRITERS 
APPROVED 


Bottom turn knob switch 
controls 2-3-5 lights 


(ee 


i 2995 2996 

| Five Light Semi-Ceiling Five Light Drop, 20” Spread, 36’ Length 
ii 20" Spread, 15” Length Standard Package: 3 ode: New 

| Standard Package: 3 Code: Nest Finish: New lvory 


High-Lighted in Rich Gold 
Shades: Glass Light Ivory Color 
Wired and individually packed 


| Finish: New lvory 

| High-Lighted in Rich Gold 

i} Shades: Glass Light Ivory Color 
} Wired and individually packed 


The CENTURY Sertes 


2843 


Three Light Semi-Ceiling 
15” Length, 16” Width 
Standard Package: 3 

Code: Kind 
Finish: New Ivory and Gold 
Glass: French Crystal Frosted 
Wired and individually packed 


2841 


One Light Bracket 
11’’ Length, 9” Extension, 
5” Width 
Standard Package: 6 
‘ode: Knob 
Finish: New lvory and Gold 
Glass: French Crystal Frosted 
Wired and individually packed 


Three Light Dro e MMe t dt 
— 36'’ Length, 16” Width 
Ce = Standard Package: 3 
) Code: Kite see 
7 Finish: New lvory and Gold 4 — 
Glass: French Crystal Frosted 
TT Wired and individually packed 


turn knob switch 


2-5-5 lights. 
2845 2846 
Five Light Semi-Ceiling Five Light Drop 
Rp Fepathy, ae Width 36. Esnatit, 20 Width 
tandard Package: 3 tandard Package: 3 
Code: Know UNDERWRITERS Code: Krone 
Finish: New Ivory and Gold APPROVED Finish: New Ivory and Gold 


Glass: French Crystal Frosted 


Glass: French Crystal Frosted 
Wired and individually packed 


Wired and individually packed 


The EMPIRE Series 
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3219 


One Light Drop 
94" Soread 


3149 
One Light Drop 


36” Length 9" Spread, 36’ Length 
Standard Package: 3 Standard Package: 3 
Code: Oblong Code Nix” 


Code: Nix 
Finishes: Ivory and Gold or 
Browntone and Chrome. 
Shade: lvory Glass 
Wired and individually packed 


P 


y Ong reut Bracket > One Light Bracket 
4016" onan 7 Pitatsiehy 
= 2 g 9" Lengt! 
7 414” Extension i 
J Nai " StandardPackage:6 Three Light Ceiling 
{eS Stonelael Package: 6 4 Code: Night 15” Spread, 16” Lenath 


Finishes: Ivory and 
Gold or Browntone 
and Chrome. 
Shade: Ivory Glass 

Wired and 
individually packed 


Standard Package: 3 Code: Nip 
Finishes: Ivory and Gold or 
Browntone and Chrome 
Shade: Ivory Glass 
Wired and individually packed 


_ Five Light Ceiling, 


18” Spread, 
si 16 penal 3144 
tandardPackage:6 a 
Code: Noble hee iit Dep > 
36” Length 
Standard Package: 3 
Code: Nit 


Finishes: Ivory and 
Gold or Browntone and 


Finish: Antique SPECIFY Chisme: 
ronze. Shade: Ivory Glass 
3214 Shade: Ivory Glass. FINISH fndidldoell, netdoed 
: Wired and individu- 
36! Lengite 13" Width ally packed DESIRED 
en i - 
Standard Package: 3 UNDERWRITERS 
Code: Never APPROVED 


Bottom turn knob switch » —~ 
+ controls 2-3-5 lights. = 


Bottom turn knob switch 
controls 2-3-5 lights. 


= 3146 


Five Light Drop 


3213 3216 - Q a ppread 36” bength 
. af q F an ” tandard Package: 3 Code: Nitro 
Three Light Ceiling Five Light Drop, 18” Spread, 36’ Length Finishes: Ivory and Gold or Five Light Ceiling, 18” Spread, 16’ Length 
16” Length, 15” Width Standard Package: 6 Code: Nod Browntone and Chrome Standard Package: 3 Code: Nitre 
Standard Package: 3 Code: Negro Shade: Ivory Glass Finishes: lvory and Gold or Browntone and Chrome. 
Wired and individually packed Shade: Ivory Glass Wired and individually packed 


The BECKLEY Series 


The DORIC Series 


6521 
One Light Bracket. 
4” Spread, 11” Length, 6” Extension. 
Standard Package: 12. Code: Badge. 
Finishes: Bronze, antiqued with delicate 
shades of color or Antique Ivory. 
Wired and individually packed. 


6523 


Three Light Semi-Ceiling. 

13” Spread, 11’’ Length. 

Standard Package: 6. Code: Backer. 

Finish: Bronze, antiqued with 
delicate shades of color. 

Wired and individually packed. 


ALSO FINISHED 
IN ANTIQUE 


IVORY. 6525 
Five Light Ceiling, 16” Spread, 11/’ Length. 
SPECIFY FINISH Standard Package: 6. Code: Babe. 
Finish: Bronze, antiqued with 
DESIRED. delicate shades of color. 


Wired and individually packed. 


6522 


Two Light Bracket. 
10” Spread, 11” Length, 6” Extension. 
Standard Package: 6. Code: Badger. 


Bottom turn switch 
controls 2-3-5 lights 


I Finish: Bronze, antiqued with on 6526 only. 
} delicate shades of color. 6526 
i Wired and individually packed. Five Light Drop, 
1 16" Spread, 36’’ Length. 
i Standard Package: 6. Code: Babel. 
6524 


Three Light Drop, 


| UNDERWRITERS 13/ Spread, 36” Length. 
Standard Package: 6. Code: Back. 
| APPROVED Finish: Bronze, antiqued with. — 


delicate shades of color. 
i the REG A L Series 


Wired and individually packed. 


8051 2700 


One Light Bracket One Light Beam 
514/" Spread, 514" Spread, 4’” Length 
914" Length, 7’ Extension Standard Package: 6 
Standard Package: 6 Code: Cube 
Code: Helved Finish: Two-tone Bronze— 
Finish: Two-tone Bronze— highlighted with touches of 
highlighted with touches of Old Gold 
Old Gold Wired, keyless, or pull chain 
Shades: Delicate Honey 
Tint Glass 
Wired and individually 
packed 


Five Light Ceiling, 18’ Spread, 18’’ Length 
Standard Package: 4 ode: Helving 
Finish: Two-tone Bronze—highlighted 
with touches of Old Gold 
Shades: Delicate Pong Tint Glass 
Wired and individually packed 


8070 
One Light Dome 
8” Spread, 514’ Length 
Standard Package: 6 
Code: Hemp 
Finish: Two-tone Bronze— 
highlighted with touches of 
Old Gol 
Shades: Delicate Honey 
Tint Glass 
Wired and individually 
packed 


8056 


Five Light Drop, 18”’ Spread, 36’” Length 
Standard Package: 4 Code: Hem 
Finish: Two-tone Bronze—highlighted 
with touches of Old Gold 
Shades: Delicate Honey Tint Glass 


Wired and individually packed UNDERWRITERS 
APPROVED 


The MAJ EST C Series 
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633 
One Light Bracket with 


Convenience Outlet 


4” Width 


m1 


One Light Bracket 
6" Spread, 8’” Length, 
814" Extension 


Material; All metal 


6041 


One Light Bracket 
5/’ Spread, 5’ Length, 
6” Extension 


Standard Package: 4 Code: Ache 
Finish: New Ivory and Gold 
Wired and individually packed 


814"’ Length, 5’’ Extension, 


Standard Package: 6 Code: Lethe 
Finish: Chrome or Ivory, Opal Shade 
Wired and individually packed 


Standard Package: 4 Code: Accept 
Finish: New Ivory and Gold 


Wired and individually packed 


2991 


One Light Bracket 
5" Spread, 8’’ Length, 
8’ Extension 
Standard Package: 6 Code: Need 
Finish: lvory and Gold 
Wired and individually packed 


6521 


One Light Bracket 
4" Spread, 11’’ Length, 
6” Extension 
Standard Package: 12 Code: Badge 
Finishes: Bronze, antiqued with deli- 
cate shades of color or Antique Ivory 
Wired and individually packed 


UNDERWRITERS 
APPROVED 


785 


One Light Fixture 
514” Diameter, 314’ Length 


Standard Package: 36 Code: Wise 


Finishes: Browntone and Gold or 


Ivory and Poly 
Equipped with cross-bar 
Wired and individually packed 


ae 


—_ 
CONVENIENCE 


OUTLET 


1876 


One Light Bracket with Convenience 


utlet and Pull Chain 
414" Spread, 7’’ Length, 


4” Extension 
Standard Package: 4 


Finish: Antique lvory. Wired and in- 


dividually packed. 


4074 
One Light Ceiling 


914" Spread, 5’’ Length 
Standard Package: 6 Code: Obtain 
Finishes: Antique Ivory or Antique Gold 
Wired and individually packed 


The BEDROOM Sertes 


Code: Aci 


Mn - : Cum 
F 1013 Keyless 
\ 7 1013P Pull Chain 


Two Light Flush Ceiling Fixture 
12” x 6” Spread, 214" Length 
Standard Package: 12 _ Code: Fay 
Finish: lvory and Poly 
Wired and individually packed 


1013 P 


Two Light Flush Ceiling Fixture 
Same as 1013 wired with Pull Switch 
Standard Package: 12 Code: Sable 


6093 
Three Light Flush Ceiling Fixture 
12” Spread, 614” Length 
Standard Package: 6 Code: Hazard 
Finishes: lvory and Gold 
or Browntone 


Wired and individually packed 


8070 
One Light Dome 
8” Spread, 514” Length 

Standard Package: 6 Code: Hemp 
Finishes: New Ivory and Gold or 

Antique Bronze 
Shades: Delicate Honey Tint Glass 

Wired and individually packed 


One Light Candle 
Bracket 
4" Spread, 6’ Length, 
414" Extension 
Standard Package: 6 
Code: Harry 
Finish: Browntone 
high-lighted with Gold 
Wired with key socket 
and individually packed 


4067—2061 


One Light 
Standard Package: 12 Code: Rebate 


Finishes: Browntone 
or White Enamel 
Glass: Crystal Etched Wired 


———— 


tandard Package: 12 
Code: Kid Wired or Bare 
with eyelet 
Finish: New lvory 
and Color 
Individually packed 


i 


1022 Wired Keyless | Code: Hexa 
1022 P Wired Pull Chain Code: Hick 
Length 33” 


Standard Package: 24 
Finish: lvory or Browntone 


7020 


One Light Ceiling Fixture 
514" Spread, 3’ Length 
Standard Package: 12 Code: Octave 
Finishes: Ivory and Gold, 
Browntone and Gold, or Chrome 
Wired, keyless, with eyelet and 
individually packed 


| UNDERWRITERS | 
APPROVED 


One Light Beam Light =» 
)) Wi 
| 674" Length, 134" Width 
CEILS. 


Two Light Flush Ceiling Fixture 
12" x 6” Spread, 514” Length 
Standard Package: 12 Code: Adrift 
Finish: Ivory and Poly 
Wired and individually packed 


1012P With Pull Switch Code: Ancient 


One Light Beam 
514” Spread, 314” Length 
Standard Package: 6 Code: Cube 
Finishes: Ivory Pastel or 
Antique Bronze 
Wired, keyless, or pull chain 


“6060 


One Light Drop Bracket 
4” Spread, 6’” Length 
414" Extension 
Standard Package: 6 
Code: Hatch 
Finish: Browntone high-lighted 
with Gold 
Wired with key socket and 
individually packed 


The BEDROOM Series 


UNDERWRITERS 
APPROVED 


| UNDERWRITERS 
APPROVED 


Nos. 707, 745 and 746 
ALSO COME EQUIPPED 
WITH PULL CHAIN 


One Light Fixture 
11” Length, 944" Diameter 
Standard Package: 4 Code: Abbey 
Finish: New lvory and Gold 
Louvre Type 
Wired and individually packed 


791 


One Light Drop 
18” Length, 1214” Width 
Standard Package: 6 Code; Block 
inish: lvory and Gold 
Glass: French Crystal, Rose, 
Ivory or Green 


24” Length, 13” Diameter 
Standard Package: 4 Code: Bestow 
Finish: New Ivory and Gold 
Satin White Glass Bottom 

Wired and individually packed 


The BEDROOM Series 


One Light Louvre Type Fixture with 
lass Bottom 
12” Length, 10’” Width 
Standard Package: 6 Code: ABV 
Finishes: New lvory and Gold or 
Goldtone, high-lighted in rich Gold 
Wired and individually packed 


737 


Adapter, 9’’ Length, 12’ Width 
12” Plastic Translucent Ivory Bowl 
Standard Package: 6 Code: Bleak 
Finish: lvory 
Wired and individually packed 


J 
109 738 
One Light Fixture 


One Light Drop 
18” Length, 12’” Width 
12” Plastic Translucent lvory Bowl 
Standard Package: 4 Code: Blend 
inish: lvory and Gold 
Wired and individually packed 


One Light Fixture 
9" Length, 1214’ Diameter 
Standard Package: 6 


Code: ABS 
Finish: New Ivory with Metal Louvre 


and Crystal Glass Bottom 
Wired and individually packed 


746 
One Light Fixture 

9’ Length, 1014" Diameter 745 
Standard Package: 6 Code: Blob One Light Fixture 
inish: New lvory and Gold 9” Length, 1014” Diameter 
Colors of Glass: French Crystal, Standard Package: 6 Code: Blind 
Honey, Rose,Green, BlueTint orPeach Finish: New Ivory and Gold 
Colors of Glass: French Crystal, 
Honey, Rose, Green, 
Blue Tint or Peach 


Two Light Ceiling 


6” Length, 12” Diameter 
Standard Package: 6 


Code: ABU 
Finish: New lvory or Chrome 


Glass Bowl: Crystal Etched 
Wired and individually packed 


7107 
707 Keyless 707 Pull Chain 
One Light Fixture 
Finish: New Ivory and Gold 
Colors of Glass: Ivory, French Crystal, 


Rose or G 


reen 


730 
Diameter 1014”, Length 1014” 
Standard Package: 6 Code: Betide 


One Light Fixture 
7” Length, 934’" Width 


One Light Fixture 


10” Length, 12’’ Diameter 
Standard Package: 6 


Standard Package: 6 Code: Blain 
Finish: lvory 
Code: ABT Glass: Ivory, French Crystal, 
Finish: New Ivory with Metal Louvre Rose or Green 
and Crystal Glass Bottom 


Wired and individually packed 


The BEDROOM Series 
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604-12” 670-12’ 656-12’’ 691-12” SHIELD 660-12” 
608-18” 673-18” 658-18’ 692-18" ONLY 663-18” 
Length 
Catalog Bulb Size Overall Width Standard 
Number Inches Inches __Inches Finish Package Code 
a, 604 With Outlet 12 134 24% Chromium 6 Let 
608 With Outlet 18 19144 Qh Chromium 6 Libel 
656 13 Chromium 12 Lady 
@x - 658 if 4 Chromium pale 
Se Si 660 1 romium ame 
> CE “g 663 18 6 Chromium 6 Lanky 
‘7 670 12 Polished Aluminum 6 Late 
673 18 Polished Aluminum 6 Lavish 
691 Shield Only 12 Chromium 6 Law 
692 Shield Only 18 Chromium 6 Lawful 


SHIELDS 
Sor 


1114 Floor 1122 Floor 1118 Floor L U M | L | N E S Universal Deskalite—150 Watt 
1115 Bridge 4149 1123 Bridge 1150 1119 Bridge Finish: Statuary Bronze 
” Shade: Parchette or Metal, 8” x 14” 
ane Siandard Hs: one 4 ding ee de iy Dae 8” Unbreakable peal ied 
_ . ese Shields are made to clamp on niversa justments ndividually packe: 
No. Style Finish Height Shade Package Code ’ Lumiline bulbs. Designed for diffusion Can furnish either Metal or Parchette shades 
1114 6 Way Floor with Genuine Onyx Insert Ivory and Gold or Bank Bronze 62” Silk 6 AAA of light See Price List 
1115 3 Way Student Bridge (Same Design as 1114) Ivory and Gold or Bank Bronze 58” Silk 6 AAB Shade Decoration No. S-40 
1118 6 Way Floor with Genuine Onyx Insert Ivory and Gold or Bank Bronze 62” Silk 6 AAC (Parchette) and MS-40 (Metal) 
1119 3 Way Student Bridge (Same Design as 1118) Ivory and Gold or Bank Bronze 58” Silk 6 AAD * Code: 400 MS-40 Metal: Vocal 
1122 6 Way Floor with Genuine Onyx Insert Ivory and Gold or Bank Bronze 62” Silk 6 AAE Code: 400 S-40 Parchment: Officer 
1123 3 Way Student Bridge (Same Design as 1122) Ivory and Gold or Bank Bronze 58” Silk 6 AAE 
1150 3 Way Torchier with 16” Two-tone lvory Glass Bowl Bank Bronze 63” 2 AAG 
4149 3 Way Torchier, Louvre Type, 13” Reflector Statuary Bronze 63” 2 AAH 
Silk Shades can be furnished in Eggshell, Beige or Gold Colors. All Silk Shades white lined—Hand sewed (not glued). 
enuine Onyx inserts add to the attractiveness of these beautiful floor lamps. 
| WRITE FOR OUR COMPLETE LAMP CATALOG | 


LUMILINES 


LAMPS and TORCHIERS 
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612 


1965 
One Light Bracket with Outlet, One Light Bracket 
Pull Chain 4” Spread, 1014” Length, 
414” Extension 
Code: Rabib 


814" Extension, 514/\\Width, 214” Fitter 
Standard Package: 12 
Finishes: White Enamel or Chrome 
Code: White Enamel—Ray 

Chrome—Raise 


Wired and individually packed 


Standard Package: 6 
Finish: Chrome Shade: Opal Glass 
Wired and individually packed 


648 


622 
334” Spread, 7’’ Length, One Light Bracket 
734" Extension 4" Spread, 714” Length, 4’ Extension 
Standard Package: 6 Code: Adept Standard Package: 6 Code: Rage 
Finish: Chrome Shade: Glass Finish: Chrome Shade: Opal Glass 
Wired and individually packed 


Wired and individually packed 


1966—18347 
One Light Bracket, Pull Chain, 
Opal Shade 
416" Spread, 814’’ Length 
Standard Package: 12 
Finishes: White Enamel or Chrome 
Code: White Enamel—Haggis 


1993—2511 


One Light Bracket 
416" Spread, 9’’ Extension 


Code: Chrome—Hail 
Wired and individually packed 


Standard Package: 12 Code: Naity 
Finishes: Chrome or White Enamel 
Shade: Opal Glass 
Wired and individually packed —_—_——_————, 
UNDERWRITERS 


APPROVED 
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649 


One Light Bracket 
4" Diameter, 714” Length, 


1915—2537 
One Light Bracket with Outlet, 
Pull Chain 8” Extension 

9” Length, 9” Extension, 444’ Width Standard Package: 6 Code: Rain 

Standard Package: 12 Finish: Chrome Shade: Glass 
Finishes: Chrome or White Enamel Wired and individually packed 
Chrome 
White Enamel—Film 
Wired and individually packed 


—File 


Code: 


631 


One Light Bracket 
414" Diameter, 6’’ Length, 
314” Extension 
Code: Aft 


Standard Package: 6 
Finish: Chrome 


Wired and individually packed 


633 


One Light Bracket with 
Convenience Outlet 
814"’ Length, 5” Extension, 4” Width 
Standard Package: 6 Code: Lethe 
Finish: Chrome or lvory Opal Shade 
Wired and individually packed 


1921-2502 Code: ACK 
One Light Ceiling Fixture 
416" Spread, 614”’ Length, 
314" Fitter 
Finishes: Chrome, White 
Enamel, Browntone, or lvory 


The 
Glassware: Crystal 
Standard package: 12 


| NC | DE NTAL Wired and individually 


Series packed 


The 
INCIDENTAL 


Sertes 


615 
4” Spread, 714” Length, 
8” Extension 
Standard Package: 6 Code: Race 


Finish: Chrome 
Shade: Opal Glass 
Wired and individually packed 


No. 
683 
684 
685 


Chrome Ceiling Fixture 
Fixt. Glass Std. 
Wired Dia. Dia. Depth Pkg. Code 
21t.10” 8” 516” 6 Rake 
21t.12” 10” 514” 6 Rally 

3 le 14" Ram 


12” 6” 9 


Glass Fixt. Std. 
No. Style Dia. Dia. Depth Pkg. 
6 AEE 


680 «| Bo! 11 BY 
6812 it. 8 9" «65 6 ABN 
682s 1iIt. 6” =7” 5 6 ABO 


Finishes: Chrome, Colonial Brass or lvory 
Glassware: Satin While with clear lines 
Wired and individually packed 


Glass Fixt. Std. 
No. Style Dia. Dia. Depth Pkg. Code 
676 Tih. 64 oy 5” 6 ACN 
677 Qi, 8" 9¢ 5 6 ADX 
678 218.10" 11” 5” 6 AEH 


Finish: Chrome, lvory or Polished Brass 
Glassware: Satin White with Crystal 
louvre glass bottom 
Wired and individually packed 


687 
One Light Ceiling 
10’ Diameter, 514’ Length 
Standard Package: 6 Code: Ranch 
Finish: Chrome Glass, Opal 
Wired and individually packed 
UNDERWRITERS 
APPROVED 


1950-2504 No Outlet—Code: ACM 
1955-2504 Outlet—Code: ADU 


One Light Bracket—Wired 
414" Spread, 4’ Length, 
714"' Extension 
314" Fitter Standard Package 12 
Finishes; Chrome or White Enamel 
Glassware: Opal with Clear Crystal 


bottom. 


620 
One Light Ceiling 
54" Diameter, 514/’ Length 
Standard Package: 36 Code: Addict 
Finish: Chrome 
Wired Keyless, or Pull Chain 


Code: ACJ 


1921-2501 


One Light Ceiling Fixture 
514” Spread, 7” Length, 
314" Fitter 
Standard Package: 12 
Finishes: Chrome, White 
Enamel, Browntone or Ivory 
Glass; Amber or Crystal 
Wired and individually packed 
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3651—No Outlet 3652 
3655—Outlet 


3670—No Outlet 
3675—Outlet 


3660—No Outlet 
3600 3665—Outlet 3680—No Ouilet 


3685—Outlet 
BATHROOM AND KITCHEN PORCELAIN FIXTURES 
This series consists of a very complete group of wall brackets and ceiling holders, beautifully modeled in the 
modern manner. Made of finest Vitrified White Porcelain China, they are easy to keep clean and sparkling. 
Catalog Spread Length Standard 
Number __ Style Inches Inches Package Code 
3200 1-Light Bracket without outlet 46 14 12 Protest 
3205 1-Light Bracket with outlet (same as 3200) 4k 14 12 Propel 
3600 Beam Light 5 3% 12 Pack 
3603 1-Light Holder, 4” fitter, wired—614"’ diameter 64 12 Pander 
3610 1-Light Bracket with glass shade without outlet y 12 Pacify 
3615 1-Light Bracket with glass shade with outlet (same as 3610) 4 12 Packer 
a 3620 1-Light Wall Bracket without outlet 4 12 Pad 

A 3625 °1-Light Wall Bracket with outlet (same as 3620) 3h 12 Padder 
3630 1-Light Wall Bracket with glass shade without outlet % 4 12 Pale 
3635 1-Light Wall Bracket with glass shade with outlet (same as 3630) 4 4 12 Paler 


3 
344 7 
3% 7 
3h 6 
2 6 
34 53 
316 51 
3640 1-Light Wall Bracket with glass shade without outlet 3% 54% 12 Palm 
3200—No Outlet 3645 1-Light Wall Bracket with glass shade with outlet (same as 3640) 344 514 12 Palmer 
£3205—Outlet 3650 1-Light Beam Light 6% 23% 12 Paper 
3651 1-Light Wall Bracket without outlet 46 6% 12 Par 
10x5% 43% 
1014 434 


3652 2-Light Flush Ceiling 3 34 12 Para 
3653 3-Light Flush Ceiling 34 12 Parade 
3655 1-Light Wall Bracket with convenience outlet (same as 3651) 4l6 614 12 Parable 
3660 1-Light Bracket without outlet 5 434 12 Ado 
: ‘ 3665 1-Light Bracket with outlet (same as 3660) 5 434 12 Adp 
3670 1-Light Bracket without outlet 6% 5 12 Adq 
3675 1-Light Bracket with outlet (same as 3670) 6% 5 12 Adr 
3680 1-Light Bracket without outlet 4 7 12 Ads 
5 3685 1-Light Bracket with outlet (same as 3680) 4 7 12 Adt 
All fixtures wired and individually packed. _ = 


3603 


3640—No Outlet 3620—No Outlet 3610—No Outlet 3630—No Outlet 
3645—Outlet 3625—Outlet 3615—Outlet 3635—Outlet 


The KITCHEN and BATHROOM Series 


3108 1983—2205 
1985—92510 One Light Ceiling. Wired, Keyless Keyless. One Light Ceiling 
1985—2510 Keyless One Light Ceiling Opel Glass Baa a 9" Spread, 9” Length, 4” Fitter 
8” Spread, 946” Length 2’ Fitter 814” Spread, 10” Length Standard package: 12 Code: Aco 
Standard Packs oe an Codes Rebus Standard Package: 12 Finishes: Chrome or White Enamel 
Glass: 8” 4°50) al with Cr Sol bolita Code: Pare . Glass: Opal with Crystal louvre bottom 
1985—2510 Pull Chain, Same as above. 3108P—Wired, with Pull Chain Wired and individually packed 


Code: Parent 


Finishes: Chrome or White Enamel Finishes: White Enamel or Chrome 


Code: Rebel 


» 
} 
} 
} 
3109 ie 
a One Light Ceiling. Wired, Keyless with 4 ft. 
1993—2509 + cord, convenience receptacle and switch 1990—2508-C 
1993—2509 Keyless. One Light Ceiling Opal shade 
6" Spread, 9’ Length, 214” Fitter 814" x 4", Spread 814”, Length 10” 1990—2508-C Keyless. One Light Ceiling 
Standard Package: 12 Code: Nasty Standard Package: 12 9" Spread, 9’’ Length, 4” Fitter 
Glass: Opal with Crystal bottom Finishes: White Enamel or Chrome Standard Package: 12 Code: Name 
1993—2509 Pull Chain. Same as above Code: Hap Finishes: Chrome or White Enamel 


Finishes: Chrome or White Enamel 


Glass: Opal with Crystal top and bottom 
Code: Nasal 


‘i 


5 


746-C 1990—918 
746-C—One Light 1996 One Light Ceiling One Light Ceiling 
9” Length, 1014” Diameter 10146” Length, 10” Width, 6” Ceiling Plate 9” Length,.11” Width, 4” Fitter _ 
Standard Package: 6 Finish: Chrome Standard Package: 3 Code: Filth Standard Package: 12 Code: Fire 
Glass: Clear Crystal Finish: Chrome Glass: 10” Opal Bowl Finish: Chrome Wired 


Wired and individuall ked Metal Louvre: Chrome, Red or Green 
Ee apap beeper Glass: Opal with Crystal top and bottom 


The KITCHEN and BATHROOM Series 


| 
i 
| 
i 
| 
| 
i 
| 
| 
| 
|| 
| 


Lars 


693 


2 Light—L. P. F. 
Can be used for ceiling or wall 
A” Wide—3” Extension—Wired 
Finish: Crinkled Aluminum 


Bulb Wattage 


No, Size Each Bulb Code 
693A 18” 15 watts Aes 
693B 24" 20 watts Aet 
693C 36” 30 watts Aeu 
693D 48” 40 watts Aev 

Note: L. P, F.—Low Power Factor 


H. P. F.—High Power Factor 

Fixtures equipped less bulbs 

All fixtures wired and 
individually packed. 
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The 


FLUORESCENT 


Series 


The 
FLUORESCENT 


Series 


Bulb Wattage Fitter Standard 
Number Factor Length acl Size Package Code 
675-A—4 Lt. EP Rs 24” 20 watts 6” 2 Aen 
675-B—4 Lt. H.-P: B, 24" 20 watts is 2 Aeo 
675-C—4 Lt. H.P..E: 36” 30 watts 6" 2 Aep 
H. P. F. 48” 4O watts ee 2 Aeq 
cE. PE. 24" 20 watts 4” e Aer ‘ 


Finish: Body—White Enamel trimmed in Mat Aluminum. 110-125 Volt, A.C. Current only. 
Wired with Cord and Plug. Very simple to install. 


140494” 1405—94"" 1406—36" 1408—49”" 
FOUR-LIGHT FLUORESCENT UNIT 
Power Bulb Wattage Fixture Standard 

No. Factor Length Each Bulb ~— Length Package Code 
1404—4 Lt. HP: F: 24” 20 watts agit 2 Aej 
1405—4 Lt. La Beis 24" 20 watts 49” 2 Ae 
1406—4 Lt. FP: fe 36” 30 watts 49" 2 Ael 
1408—4 Lt. HP. .Fs 48” 40 watts 42" 2 Aem 

Finish: Body—White Enamel trimmed in Mat Aluminum and Chrome 

(Less bulbs) 110-125 Volt, A. C. CURRENT ONLY—Easy to install 


609—1 Light 611—2 Light 
Power Bulb Wattage Power Bulb Wattage 
No. Factor Size Each bulb Code No. Factor Size Each bulb Code 
609A L.P.F. 24’ 20 watts Afa 611A L.P.F 24” 20 watts Afe 
609B H.P.F. 24’ 20 watts Afo | 611B H.P.F. 24” 20 watts Aff 
609C BL PB. 36% 30 watts Afe 611C FERS Fe: “er 30 watts Afg 
609D H.P.F. 48! 40 watts Afd 611D H.P.F. 48” 40 watts Afh 


Scientifically designed for industrial use. Wired with Cord and Plug. Easily installed. (No 
chain furnished.) 


Finish: Matted Black—with Baked White Enamel inside reflecting surface. 


Size: 8’.Wide x 6” High. 


»<— 4 NCH FirTeR 


694 
1 Light—L. P. F. 
Can be used for ceiling or wall 
4” Wide—3” Extension—Wired 
Finish: Crinkled Aluminum 


408—1 Light 
No, 408—L. P. F. 


Bulb Wattage Fluorescent Adjustable Desk Lamp 
No. Size Each Bulb Code Used extensively in designing and engineer- 
694A 18” 15 watts Aew ing departments. 
694B 2.4” 20 watts Aex Spread: 19” Height: 16’ Extension: 33’” 
694C = 36” 30 watts Aey 521—1 Light Adjustable Swivel and Vertical Type 
694D 48” 40 watts Aez < Wired with 7 ft. cord and switch 
No. 521—L. P. F.—Wired One Light—18"’—15 Watt Fluorescent Bulb 
FLUORESCENT DESK LAMP 110 Volts—A. C. CURRENT ONLY 
with 7 ft. cord and switch Finish: Bank Bronze 
Shade is made conveniently adjustable Standard Package: 2 Code: Abi 
Size: Shade 19” long x 514" wide x 3’ high 
ALL Lamp Height: 18” Finish: Bank Bronze 
18”—15 Watt Bulb—110 Volts 421—1 Light 
~ 688 L. P. F—2 LIGHT REPLACEMENT UNIT UNITS A. C. CURRENT ONLY No, 421 L. P. F. ONE LIGHT FLUORESCENT DESK LAMP Note: L. P. F.—Low Power Factor 
Finish: Crinkled Aluminum—Wired with Cord and Plug 110-195 Standard Package: 2 Code: Sphere Equally as serviceable for the home study room H. P. F.—High Power Factor 
Very simple to install in any 4 inch fitter Shade is made conveniently adjustable Fixtures Equipped Less Bulbs 
Wattage Standard Volts Wired with a 7 ft. cord and switch All fixtures wired and individually 
No. Size Each bulb Package Code aie Coren Finish: Bank Bronze packed 
688A 18” 15 watts 2 Afi sais Size: Shade 19” Long x 514” Wide x 3” High 
688B 24” 20 watts 2 Afi Only Lamp Height: 18” 18”—15 watt Fluorescent Bulb 
688C 36" 30 watts 2 Afk 110 Voli—A. C. CURRENT ONLY 
688D 48’ 40 watts 2 Afl Standard Package: 2 Code: Vow Page 33 


616 


Alike. 


255 256 
255—1 Light Flush. Chrome finish. Box size: 614’ diameter, 


q A’ deep. Frame size: 744" diameter. 
I Standard package: 4. Code: Alar. 
256—1 Light Flush. Chrome finish. Box size: 1014” diameter, 

4" deep. Frame size: 1114" diameter. 
Standard package: 4. Code: Alas. Wired. 


258 

259 

260 

! SQUARE 

| 257—1 Light, Flush; Square. Chrome finish. Box size: 614” x 
614" x 4" deep. Frame size: 8” x 8”. 

j Standard package: 4. Code: Album. 

258—1 Light, Flush; Square. Chrome finish. Box size: 914” x 

914'"x 4" deep. Frame size: 11/’x 11". 

| Standard package: 4. Code: Alder. Wired. 

| OBLONG 

| 259—1 Light, Flush; Rectangular. Chrome finish, Box size: 414” 
x 7}4"x 4" deep. Frame size: 6” x 9”. 

1 Standard package: 4. Code: Alert. 

_  260—1 Light, Flush, Rectangular. Chrome finish. Box size: 734” 

; x 1014” x 4” deep. Frame size: 9” x 12”. 

| Standard package: 4, Code: Alibi. Wired. 


| FLUSH and SEMI-FLUSH LIGHTING 


ii 
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261—1 Light, Semi-flush. Chrome 
finish. Box size: 414'’x714""x 
4" deep. Frame size: 6” x 
9’ x 114" extension. Stand- 
ard package: 4. 


262—1 Light, Semi-flush. Chrome 
finish. Box size: 734” x 
1014” x 4” deep Frame 
size: 9 x 12” x 114"ex- 
tension. Standard package: 
4. Code: Allot. Wired. 


616 


One Light Flush Rectangular Fluorescent Fixture for 
18"—15 watt fluorescent bulb. 

Inside Box lined with Chrome Reflector 
Finish: Chrome with crackled crystal glass bottom 
Box size: 414” x 19” x 314” deep 
Frame size: 6” x 21” 

Standard Package: 3 Code: Abl 
Wired and individually packed 


= 


Code: 


263—1 Light, Semi-flush. Chrome finish. Box size: 614” x 
614" x 4" deep. Frame size: 8” x 8” x 114” extension. 
Standard package: 4. Code: Alley. 

264—1 Light, Semi-flush. Chrome finish, Box size: 914” x 
916""x 4" deep. Frame size: 11” x 11” x 114” extension. 
Standard package: 4. Code: Alms. Wired. 


| UNDERWRITERS 
APPROVED 


No. 


No, 


No. 


No. 


No. 


1922-2503 


203—One Light Bracket; Antique Copper finish. 
13” Length, 434” Extension. Standard Package, 4. 
Code: Angry. 


. 250—One Light Bracket; Rust Resisting Steel—Black and 


Gold finish; crackle-effect glass. 534’ Spread, 
12" Height, 414” Square Backplate, 734" Extension. 
Standard Package, 4. Code: Ahoy. 


251—One Light Ceiling; Rust Resisting Steel—Black and 
Gold finish; crackle-effect glass. 534’ Spread, 
13’ Height. Standard Package, 4. Code: Aid. 


. 268—One Light Bracket; Rust Resisting Steel—Black 


finish; Crackled Crystal glass. Wall plate 434” x 5”; 
814" Length, 5’ Extension. Standard Package, 4. 
Code: Victor. 


286—One Light Ceiling; Copper; Antique Copper finish. 
5" Spread, 934’’ Length. Etched Crystal glass. 
Standard Package, 4. Code: Rush. 


. 287—One Light Bracket; Copper; Antique Copper finish. 


5’ Spread, 814” Length, 5” Extension. Etched 
Crystal glass. Standard Package, 4. Code: Rust. 


290—Two Light Box; Black finish. 914" Spread, 4’’ Length. 
Crackled Crystal glass. Box size: 7144” x 714”. 
Standard Package, 4. Code: Rusty. 


1922-2503—One Light Ceiling; Antique Copper finish. 
6%" Length, 5” Spread, 314’ Fitter. Amber or 
Etched Crystal glass. Standard Package, 4. 
Code: Acl. 


All outdoor equipment made of Rust-proof Steel, 
Brass, or Solid Copper which is essential for beauty 
as well as economy. 


| UNDERWRITERS 
APPROVED 


OUTDOOR 


251 


All Lanterns Wired and Individually Packed 


LANTERNS 
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291 


No, 201—One Light Bracket; Antique Copper finish. 914” Length, 
6” Extension, 4!’ Backplate. Standard Package, 4. Code: Anew. 


No, 202—One Light Ceiling; Antique Copper finish. 9’ Length, 414’ Width. ‘ 
Standard Package, 4. Code: Angel. 


No. 204—One Light Bracket; Black and Gold finish. 8” Length, 
534” Extension. Standard Package, 4. Code: Ankle. 


No, 215—One Light Copper Bracket; Antique Copper finish, 1114” Length, 
6" Perea 8 Extension. Clear Crystal glass. Standard Package: 4. 


No, 207—One Light Bracket; Rust Resisting Steel; Black and Gold finish; 
Crackled Crystal glass. 514’ Spread, 13’’ Length, Extension 614”. 
Standard Package: 4. Code: Abd. 


No. 208—One Light Bracket; Rust Resisting Steel; Black and Gold finish; 
Crackled Crystal glass; Equipped with 314’’ Brass Reflector on inside. 
9” Spread, 1314” Length, 614” Extension. Standard Package, 4. 
Code: Abe. 


Code: No. 224—One Light Bracket, | Antigue Copper finish. ee Eengih, 
No, 216—One Light Copper Bracket; Antique Copper finish. 1034” Length, 6" Extension, 424" Wicth. Standard Package, 4. Code: Fence. 

6" Spread, 744" Extension. Clear Crystal glass. Standard Package: 4. 

Code: Abg. No, 225—One Light Bracket; Finish: Antique Copper; 6" Spread, 10’ Length, 
No. 226—One Light Bracket, Rust Resisting Steel, Black and Gold finish. v" Extension, Standard Package, 4: Code: Feign: 

11” Length, 29” Spread, 434’ Extension, Clear Crystal glass. 

Equipped with 314” Brass Reflector. Standard Package: 4. No. 228—One Light Bracket; Antique Copper finish; 914’ Length, 

Code: Abh. 634" Extension, 7’ Width. Standard Package, 4. Code: Fern. 
No. 269—One Light Ceiling; Copper; Antique Copper finish. Crackled 

Crystal glass, 4’ Spread, 914” Length. Standard Package, 4. No. 229—One Light Bracket; Antique Copper finish; 1214’ Length, 

Code: Vigil. 6” Extension, 714’ Width. Standard Package, 4. Code: Ferry. 
No. 270—One Light Bracket; Copper; Antique Copper finish. Crackled : 7 

Crystal glass, 4’ Spread, 8” Length, 514” Extension. No. 230—One Light Bracket; Antique Copper finish; 914’ Length, 

Standard Package, 4. Code: Vile. 5’ Extension, 6” Width. Standard Package, 4. Code: Fetal. 
No. 288—One Light Bracket (No Glass); 314’ Fitter. Copper, Antique No. 2991—O) Light Bracket (No Glass); 334" Fitter. Black finish 

Copper finish, 434” Spread, 5’ Length, 714’ Extension. Standard lo. 291—One Light gl alg eesti _ ' , 

Package, 12. Code: ustic. Wired and individually packed. 424" Spread, 7” Extension. Standard Package, 4. Code: Ruth. 
No. 289—One Light Ceiling (No Glass); 314” Fitter. Copper, Antique Copper No. 3085—Iron Surface Exit Sign. Depth, 3”; Face, 6” x 12”. Height of 

fe P Aig Spread, 5” Length. Standard Package, 12. letters 5”, Black finish. Standard package, 4. Code: Retreat. Not 

ode: Rustle. wired. 


it Si ” , ” 
No. 3090—ltoy Fluth Bair Bian. (Depth; Sea ‘ %) ee peatt joke & All Outdoor Equipment made of Rust-proof Steel, Brass, or Solid Copper which 
Cede: Revoke. Not wired: ee SRISEE Se is essential for beauty as well as economy. 


All outdoor equipment made of Rust-proof Steel, Brass, or Solid Copper which 


is essential for beauty as well as economy. UNDERWRITERS 


APPROVED 
All Lanterns Wired and 
Individually Packed 


All Lanterns Wired and 
Individually Packed 


All Fixtures Shown Un- 
derwriters Approved Ex- 
cept Nos. 288 and 289 


| 288 289 
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912—18” 
THE LIGHT CONDITIONER REPLACE- 
MENT UNIT 


Here is the answer to your light condition- 
ing problem. You can make a replacement 
without labor cost by simply using this unit 
in the same manner as an ordinary com- 
mercial glass unit. 

Watt Std. 


No. Spd. Fitter Depth Cap. Pkg. Code 
910 13” 4” 714" 150 4. Fever 
912 18” 6” 815" 300 4 Few 


No. 5104—4” No. 5109—4” No. 510914—4” No. 5124—4” 
The change-over from No. 5106E—6” No, 5108E—6” No. 510814E—6’’ No. 5126E—6” | 
your old style lighting No. 5106M—6”’ No. 5108M—6”’ No. 5108!4M—6” No, 5126M—6” 
favre teas ne mrecem 
Scienk llabe iti 
, pel caecomolithed: Wi A group of Chain Hangers and Ceiling Holders, in various styles. Finish and socket size to meet and 
510814—919—18”” the same length of time care for every commercial requirement. All Chain Hangers are furnished in Standard 36” overall length. 
510914—910—13” it takes to ch th a. i c 7 
"8 be 6. Pe TONE ne Catalog Fitter Socket Length Standard Finish Code 
‘ ’ Fang ed — Number Size Size Overall Package 
ommercial Hanger, Length, i Widt i i i 
Fitter, 6”; ‘Socket Medium 510934—910—13 1985 Al Medi [Bronze (lide 
: edium 5 36 Chrome Glide 
Standard Packae;.12 ; d Codes Half Commercial Hanger, Length, 36’; Width 13” W. E. Glide 
IRE GEO minaiNeriel eShvomis itter, 4”; Socket Medium 4064 6” Medium 5 24 Bronze Wipe | 
Standard Package, 12 Code: Hug ag \Wipe 
Finish: Matt Aluminum and Chrome 5074 4” Medium 6 24 Bronze {Grin 
rome Grind | 
5076 6” Medium 6 24 [Bone {ip No. 5074—4”” 
Chrome fae No. 5076—6” | 
5104 av Medium 36 24 {Bronze raze | 
ere \ Grease 
5106-E or Medium 36 24 Bronze Great 
' Cally \Grebe 
5106-M 6? Mogul 36 24 Bronze {Greek 
\Chrome hereet 
5108-E 6” Medium 36 24 {Bronze nats 
rome ockey 
5108-M 6" Mogul 36 24 tees Verano 
510814-E 6 Med 24 sy Ik nigh 
———— 4 " i 36 ight 
All Items On This Page ° as Chrome Hocus 
Are Wired and Indi- 510814-M 6” Mogul 36 24 Bronze one 
vidually Packed. a \Grinde 
5109 an Medium 36 24 Bronze JKnave 
. ‘Chrome \Hodge 
510914 4’ Medium 36 24 Bronze {Kodak 
| Chrome Hod 
a» 5124 4” Medium 24 12 eed eae 
\ Chrome rate 
ae 486—Outdoor Foe Andee 5126-E 6” Medium 24 12 Bronze {Gratis 
Outdoor Floodlight. Adjustable, wea- = tdi ” pene re 
therproof, for genera! purpose outdoor =a Inder anon eet Interior Floodlight. Adjustable, it may a 2 Mogul oe ii {Bronze [Greve 
floodlightings, made of aluminum. De- be used for ceiling, wall or floor. Made rome mover 
signed for use with 200 watt bulb. Equip- For use with Par-38 of aluminum, finished in brown. Designed Hangers can be furnished wired with special sockets and switches for use with the New Mazda 3 Light 
ped with stippled crystal lens; rubber — and Par-40 bulbs. to use 200 watt bulb. Especially desir- Lamps. 
covered weatherproof cord. An eco- Finish: Bronze Less Bulb able for showrooms, window lighting and No. 1985—4” 
nomical 200 watt unit for lighting park- Height—9” Width—614” special purposes where good lighting is oy = 
ing areas, driveways, roadside stands  StandardPackage,3.Code:Spasm desired. Furnished with four color All Hanger Type Fixtures Wired and Individually Packed 
and small signs. Finished in Red. screens: Red, Green, Blue and Amber. _ 
Standard Package, 3. Code: Sentry. Standard Package, 3. Code: Search. 


ILLUMINATORS axe FLOODLIGHTS COMMERCIAL HANGERS and HOLDERS 


5200—One Light Semi-Indirect with 
Medium Socket. Finish: Mat Aluminum 
with Chrome High Light. Satin Etched 
Glass Bottom. 

Bowl Diameter, 18’ Length, 36” 
Standard Package, 3 Code: Deport 
For use with 100 to 300 watt bulbs. 


5201—One Light Semi-Indirect with 

Mogul Socket. sh: Mat Aluminum 

with Chrome High Light. Satin Etched 

Glass Bottom. 

Bowl Diameter, 20” Length, 42” 

Standard Package, 3 Code: Depose 
For use with 300 to 750 watt bulbs. 


No. 5203 


One Light Semi-Indirect with Mogul Socket 
Finish: Matt Aluminum with Chrome High 
Light Bowl. Satin Etched Glass Bottom. 

Length, 36”; Bowl Dia., 17’; Standard Pkg., 3 
Code: Aef. For use with 350 to 750 watt bulbs. 


a 
P 


Note on Fixtures Nos. 
5200—5201 

The Bottom Satin Etched 
Glass is scientifically 
designed to break up 
the direct rays of light 
—to eliminate glare, 
and the entire fixture 
is so constructed as 
to give beautiful illu- 
mination, both direct 
and indirect. Mech- 
anical construction of 
the above units per- 
mits easy cleaning. 


5232 M—Mogul 


No. 5232-M—One Light Drop 
Finish: Matt Aluminum with Chrome 
High Light. Bowl Diameter, 19”; 
Length, 42”; Std. Pkg., 3. Code: Octant 
For use with 300 to 750 watt bulbs. 


) 
5220E—19" Medium 


5220M—19”” Mogul 
5221—15’’ Medium 


No, 5220-M 
One Light Semi-Indirect 
Finish: Matt Aluminum with Chrome 
High Light, Opal Glass Bottom. 
Bow! Diameter, 19” Length, 39” 
Standard Package, 3 Code: Guide 
For use with 300 to 750 watt bulbs. 


5220-E—Same as above with Medium 
Socket. 
For use with 100 to 300 watt bulbs. 


All Fixtures Shown on 
this Page are Wired and 
Individually Packed 


| UNDERWRITERS Standard Package, 3 Code: Grill 
5221—One Light Semi-Indirect with 
|__APPROVED_| Medium Socket. Finish: Matt Alumi- , 
num with Chrome High Light, Opal 5903 5200—18” 
Glass Bottom. 5201—20 


Bowl Diameter, 15” Length, 32” 
Standard Package, 3 Code: Grunt 
For use with 100 to 300 watt bulbs. 


5231-M—18” 


5231-M—One Light Semi-Indirect. 
Mat Aluminum finish. Sterling Glass 
Bowl. 

Diameter, 18” Length, 36” 
Standard Package, 3 Code: Ocean 
Mogul socket for 300 to 500 watts. 


All Fixtures Shown on 
this Page are Wired and 
Individually Packed. 


COMMERCIAL Series 


<P 


5210—15”” 
521120” & 


5210—One Light Semi-Indirect with 
Medium Socket. Finish: Mat Aluminum 


with Chrome High Light. Opal Flash 
Glass Bottom. 
Bowl Diameter, 15” Length, 36” 


Standard Package, 3 Code: Dense 
For use with 100 to 300 watt bulbs. 


5211—One Light Semi-Indirect with 
Mogul Socket. Finish: Mat Aluminum 


with Chrome High Light. Opal Flash 
Glass Bottom. 

Bowl Diameter, 20’ Length, 42”” 
Standard Package, 3 Code: Dent 


For use with 300 to 500 watt bulbs. 


| UNDERWRITERS 
APPROVED 


The COMMERCIAL Series 


REFLECTORS 


A 


6 in. by 2% in, 
Glass Refiector 


10 in. by 2% in. 
Glass Refiector 


8 in. by 2% in, 
Glass Refiector 


G-104 
10 in, by 2% in, 
Pressed Glass Reflector 
G-8 


8 in, by 2% in, 
Pressed Glass Refiector 


G-103 
G-105 


G-103—10 in. by 2% in. 
Glass Refiector 


G-105—10 in. by 2% in. 
Glass Refiector 


9% in, by 25% in. 
Glass Refiector 


With the introduction of these new I.E.S. bowls and adapters, it is extremely simple and very inexpensive for 
anyone to improve seeing conditions by converting their old lamps into ‘'Better Light—Better Sight Lamps.’" 


ae 


4 in, by 1% in. 
Candle Cup 


TC-1 ae 


4% in. by 1% in. 
Textolite Cone 
Diffuser 


\/ 


6 in. by 2% in, 
Textolite Reflector 


No. 1990—4" Fitter 
Diameter: 514" 
Chrome or White Enamel Finish 
Standard Package: 36. Code: Recall 
Bare or Wired 


TC-8 : 


8 in. Textolite 
Reflector—Uno Thread 


4071 


No. 4071 
Diameter: 514" 

B. T. and Gold or Ivory and Poly 
Equipped with Cross-bar 
Standard Package: 36, Code: Timber 
Wired or Bare 


T-8 } 


8 in. by 2% in, 
Textolite Reflector 


4064 
No. 4064—6"' Fitter 
Diameter: 644" 
T-95 


uipped with cross-bar 


9% in. by 2% in. 1985 
Textolite Reflector No. 1985—4"" Fitter 
ameter: 5.14" 


White Enamel, Bronze or 
hrome Finish 
figuiped with crose-bar 
‘ith or without receptacle — 2" Fi 
Standard Package: 36. Code: Glide Nos 1993 204 Fitter 


jiameter: 414 
Chrome or White Enamel Finish 
Standard Package: 36. Code: Nap 


Wired or Bare 


TC-6 ; G-102 | 


6 in. Textolite 


10 in. by 2% in. 
Reflector—Uno Thread 


Glass Refiector 


1964 
No. 1964 4136 


Diameter: 514" 
Ivory, B. T. or Chrome 
Bare or Wired 


No. 4136—Adapter 
Diameter: 4". Rich Gilt or Pompeian 
Standard Package: 100, Code: Wove 


Colalos Fitter Dia. Depth Sid. Standard Package: 36. Code: Witty 
Number Style Size Inches Inches Pkg. Code 
TC Textolite Cone Diffuser 1% 4M 3 24 Aaz 
TC-2 Textolite Candle Cup 14 4 334 24 Aba 
G-6 Glass Reflector 2% 6 5 12 Daub 
T-6 Textolite Reflector QM 6 5 24 = Daunt 
TC-6 Textolite Reflector—Uno Thread 24 6 6 24 Abb 
G-8 Glass Reflector 24 8 6 6 Davit ] 
GB-8 Blown Glass Reflector 2% 8 6 6 Aay W) | 
T-8 Textolite Reflector 24% 8 6 12 Daw # 
TC-8 Textolite Reflector—Uno Thread ay 8 6 12 Abc g 
G-95 Glass Reflector 25% = «938 6 6 Dawn S 1913 ~14 Hole 
T-95 Textolite Reflector 254 8938 6 6 Dawning } Di Ps 334" 
G-102 Glass Reflector 24% 10 6 6 Deacon wea " Staruary Bronze Finish 
G-103 Glass Reflector 25% 10 6 6 Deal ie Dimer 43g va acieeee t 
G104 Glass Reflector 2% 10 6 6 Dean White Enamel Finish or meee 
G-105 Glass Reflector 234 10 6 6 ~— Debar Chromium Plate 
1 Socket Cover only punched forturnknobsocket 214 25 Detail Code: ween Pee ae 
2 Speke! Gover only punched for turn knob soc- ; 
et, Mogu 2) i 
3 Converter for Table or Floor Study, Medium 214 % i 
5 Converter Two-Way Mogul Socket 2% 6 Dearly 
6 Mogul Converter with Three-Branch Candles 3 6 Deary 
l 4075-A Chrome or W. E. Adapter 4 44 3 1:2 Date 
4075-2280 Chrome or W. E. Adapter with Glass 4 814 7 6 Define a 
Nos. 3, 5 and 6 Converters are finished in Plated Bronze and Gold, Gold, or Ivory and Gold. peer <*for Receptacle. 
— No. 1967415" Diameter No. 3373" Fitter. Black 
W. E., B. T. or Chrome Standard Package: 24. Code: Wolf 
Packed 10 to package, 100 to unit No. 338—4" Fitter. Black 
Bare or Wired ‘Code: Word Code: Wrap 


No. 2 4075-2280 


No, 1983—4"! Fitter 
Diameter: 615"' 
Chrome or White Enamel Finish 
Standard Package: 24. Code: War 
Wired or Bare 


Statuary Bronze or Chrome Finish 


Bare or Keyless Receptacle 
Standard Package: 24, Code: Wipe 


One Light Bathroom Bracket with No. 406! 
Convenience Outlet (Bare) 
414" Diameter, 214"' Fitter 

Standard Pack: 36 
Chrome—Code: Filar 
White Enamel—Code: Filch 


No. 1968—Bushed Canopy 

", Depth 214" 

Brush Brass or Browntone 
Standard Package: 100. Code: Wood 


Diameter: 5 


(with strap, nipple and knob) 
Standard Package: 25. Code: Finis 


CANOPIES, HOLDERS ana ADAPTERS 


4070 
No. 4070—I Light 
Diameter: 514" 

With or Without Receptacle 
Browntone-Gold, Ivory-Poly 
Equipped with cross-bar 
Standard Package: 36. Code: Wise 


4068—4"" 
4067—3 4" 
4066—234" 

No. 4066—214"' Fitter 

No. 4067—3 4" Fitter 

" Fitter 

Diameter: 514"! with strap 


White Enamel or Browntone _ 
Standard Package: 36, Code: Wish 


1986 


No. 1986—4"' Fitter 
1 Light 
Die 24 
Equipped wit! ee. 
Cord and Switch 
with Convenience 
Receptacle 
White Enamel or 
Chrome 
Equipped with 
cross-bar 
Std. Pkg: 36 
Code: Worm 


5061 


No. 5061—Center Red Type Bracket 
With or without socket cover 
234" Holder 
Finishes: Browntone Brush Brass 
White Enamel or Statuary Bronze 
No Sockets—Not Wired 
Standard Package: 60. Code: Work 
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GLASSWARE GLASSWARE 


SEE PRICE LIST 
FOR DIRECT GLASS 
FACTORY SHIP- 
MENT PRICES 


Fitter 


- Fitter : Illus- Catalog Size Dia. Depth Std. 
Catalog Size Dia. Depth Std. tration = Number Style Glass Inches Inches Inches Pkg. Code 
Ilus. Number Style : _Glass Inches Inches Inches Pkg. Code cc 2501 Lantem Globe AniberonGryatal 314 346 OM AG 
A S2505W' “Commercial Unitipal “Optic: Crys, Bot. i : DD 2503 Lantern Globe Amber or Crystal 34% 546 «5 8A Ay 
i Glos with Chrome ing. Gy Eze 12 \Gossip EE 2504 Half Hand Opal with Crys. Bot. 344 4° 5 12 Aeg 
AA-1174" 2202 Commercial Unit pal 6 114 1% Adz H 918 1 Light Ceiling, Chr. Opal with Crys. Top 4 11 7 12 Blood 
pastara” 2203 Gonmetcial Unit stie Sy He BM 2 Aca Red or Green Band and Bottom _ bo 
Y L 
BB-1114"” 2206 Commercial Unit Opal with Crys. Bot. 6 1144 1% 4 Acs "3 gone Bat! Ore 3%4 : ae 1 ence a 
BB-1314” 2207 Commercial Unit Opal with Crys, Bot. 6 13146 83% 2 Act K 2008 Ball Opal co 6B 814 12 Hokum 
C 2511 Half Hand pal 94 4K 3), 24 Pu K 2012 Ball Opal 6 12 124% 2 Hole 
D 2510 Kitchen Opal with Crys, Bot. 4 8 744 12 Public K 2014 Ball Opa 6 14 12144 2 Holly 
E 2280 Kitchen Unit Luminex 4 8l4 6 12 Sieve K 2016 Ball Opal 6 16 16144 2 Hurt 
E 2290 Kit. or Com. Unit Luminex 4 9 64 12 Sign K 2016A Ball Opa 8 16 1644 2 Hurts 
E 2291 Kit. or Com. Unit Luminex 4 10, - 6% 4 Sight L 2026 Mission Bell Opa ou 6 414 94 Saber 
E 2292 Commercial Unit Luminex 6 11 % 1% 4 Silo L 2027 Mission Bell Opal 24 7 5146 94 Sack 
E 2294 Commercial Unit Luminex 6 1 3% 834 2 Siren M 18347 Half Hand Shade Opal 2% 6% 31% 24 Spark 
E 2296 Commercial Unit Luminex 6 1544 10 2 Slab N ti Reflector Opal 24 % 3144 36 Scaup 
F 2090 Kitchen Unit Luminex 4 834 3% 12 Shore = N 19 Reflector Opal 214 9 314 24 Scene 
F 2092 Commercial Unit Luminex 6 12 1% 4 Shout N 11 Reflector Opa uy 41 4 12 Scare 
F 2024 Commercial Unit! = Luminex 6 1334 8 2 Shoed fe) 2062 Lantemn Globe Frosted Crystal 34% 6 7 24 Gone 
FF 2523 Kitchen Unit Opal with Crys. Bot. 4 6 574 12 Afz [e) 2062-BL Lantern Globe Crys. with Black Lines 314 6 7 24  Goner 
FF 2524 Kitchen Unit Opal with Crys. Bot, 4 8 7% 12 Bei P  471-D-229 Shace Pink, Blue or Yellow 234 6 5 36 Screen 
| 2061 Lantern Globe Amber or Mat Crystal 314 6 643 24 Gondola Q 2509 Bal Opal with Crys. Bot. 214 6% «6 49 Pshaw 
J 2201 Kitchen Unit pal 4 9 6% 12 Acp R 2508-C Kitchen Opal with Crys. Top 4 834 714 12 Prude 
Vv 2205 Kitchen Unit Opal with Crys. Bot. 4 9 64% 12 Acer and Bottoni 
U 2508-W Kitchen Opal 4 834 7144 12 Pry 
¥ 2506-C Kitchen Opal with Crys. Top = 4 6 6 12° Prowl 


and Bottom or all Opal 
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The PORTABLE PIN-UP WALL LAMP Series 


1416" Length, 1114" Extension 
1016" Width 


Diffusing Bowl: 6" Textolite 
Standard Packa; 


e: 6 
Finish: Shaded Ivory 
Wired and individually packed 


426 


1314" Length, 1114" Extension 
10" Width 


Finishes: Ivory or Bronze 
Equipped with 6" Textolite Diffuser 
Wired and individually packed 


519 
16" Length, 916" Extension 


ade: 9" Parchment 
Standard Package: 6 
Finishes: Ivory, Ivory and Red and 
Ivory and Green 
Wired and individually packed 
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Code: Spell 


Shade: 6" x 10" Parchment 
Standard Package: 6 Code: A 


Code: Aax 


581 

16" Length, 1114" Extension 

10" Width 
Standard Package 
Finishes: Ivory, Bronze, Ivory and 

Green, or Ivory and R 
Equipped with 6" Textolite Diffuser 
Wired and individually packed 


582 
16!" Length, 1114" Extension 
lo" Width 
Standard Package: 6 
Finishes: Ivory, Bronze, Ivory and 
Green, and Ivory and Re 
Wired and individually packed 


502 
714" Length, 9"! Extension 
had 


7" Width SI 
Standard Package: 6 


Wired 


6'' x 10" Parchment 
Code: Aeb 


Shade: 5" x 9"! Parchment 
Code: Aec 


le: 7" Parchment 
Code: Spice 
Finishes: Ivory, Green, Red or Bronze 


1514" Length, II" Extension 
10!4" Width 
Diffusing Bowl: 6" Textolite 
Shade: 1014"' Parchment 
Standard Back 6 


Shaded Ivory 


ini: 
Wired and individually packed 


596 
1234" Length, 1134" Extension 

10" Width 

Standard Package: 6 


Can be used as a Deskalite or Walite 
Equipped with 6!' Textolite Diffuser 
Wired and individually packed 


506 


1214" Length, lee Tees 


8" Width ‘Shade: 8" Parchment 
Standard Package: 6 Code: Spike 


Finish: Shaded Ivory and Gold 
Wired and individually packed 
Can be used as Walite or Desklite 


Code: Speak 


Shade: 6" x 10" Parchment 
Code: Aed 
Finish: Crystal back with brass arm 


PRICE LIST CATALOG No. 41 


Prices Subject to Change Without Notice. 


All Prices Quoted F. O. B. Factory. For Telegraphic Code Words See Catalog. 


Catalog 

No. Finish Page 
1 42 
2 AQ 
3 42 
5 42 
6 49 
201 36 
202 36 
203 35 
204 36 
207 37 
208 37 
215 36 
216 36 
224 37 
225 37 
226 36 
228 37 
229 o0 
230 37 
250 35 
251 35: 
255 34 
256 34 
257 34 
258 34 
259 34 
260 34 
261 34 
262 34 
263 34 
264 31 
268 35 
269 36 
270 36 
286 2D 
287 35 
288 36 
289 36 
290 32) 
291 37 
337 43 
338 43 
400 S-40 


Parchment 27 
400 MS-40 Metal 27 


408 33 
421 33 
426 46 
485 38 
486 38 
495 38 
502 46 
506 46 
519 46 
521 33 
556 46 
560 46 
581 46 
582 46 
596 46 
604 27 
608 Q7 
609-A 24” L.P.F. 32 
609-B 24’ H.P.F. 32 
609-C 36” H.P.F. 32 
609-D 48’ H.P.F. 32 
611-A 24” L.P.F. 32 
611-B 24” H.P.F. 32 
611-C 36” H.P.F. 32 
611-D 48” H-P.F. 32 
612 28 
615 28 
616 34 
620 Chrome 

Wired 29 
620 Chrome 

Pull Chain 29 
622 28 
631 29 
633 22-98 
648 28 
649 29 
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Catalog 
No. Finish Page 
656 Q7 
658 27 
660 ST 
663 27 
670 Q7 
673 Q7 
675-A 24” L.P.F, 32 
675-B 24” H.P.F. 32 
675-C 36” H.P.F. 32 
675-D 48” H.P.F. 32 
675-E 24” L.P.F. 32 
676 29 
677 29 
678 29. 
680 Chrome 29 
681 W.E. Col. 
Brass or lvory29 
682 Chrome 29 
683 29 
684 29 
685 29 
687 29 
688-A 18” L.P.F. 32 
688-B 24” L.P.F. 32 
688-C 36”L.P.F. 32 
688-D 48’ L.P.F. 32 
691 QT 
692 27 
693-A 18” L.P.F. 32 
693-B 24” L.P.F. 32 
693-C 36” L.P.F. 32 
693-D 48’ L.P.F. 32 
694-A 18” L.P.F. 32 
694-B 24” L.P.F. 32 
694-C 36” L.P.F. 32 
694-D 48” L.P.F. 32 
707 25 
707 Pull Chain 25 
709 24 
pele 4 
"7 4 
718 4 
arg 4 
721 24 
724 4 
730 25 
731 4 
REL 8 
736 8 
137 24 
738 24 
732 25. 
740 25 
742 25 
745 95 
745 Pull Chain 25 
746 25 
746 Pull Chain 25 
746-C Chrome 
Keyless 31 
750 8-24 
751 4 
755 3; 
756 2 
rt 8-22 
TIS: 5 
TTT 5 
785 29: 
791 24 
795 g 
7196 2 
841 5 
845 5 
846 5 
885 3 
886 3 
895 3 
896 5 
910 38 
912 38 
1012 23 
1012 Pull Chain 23 
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Catalog 

No. Finish Page 
1013 23 
1013 Pull Chain 23 
1022 23 
1022 Pull Chain 23 
1114 26 
1115 26 
1118 26 
1119 26 
1122 26 
1123 26 
1150 26 
1404 24” H.P.F. 33 
1405 24” L.P.F. 33 
1406 36” H.P.F. 33 
1408 48” H.P.F. 33 
1800 9 
1801 

1806 9 
1825 9 
1826 9 
1840 13: 
1843 13 
1845 13 
1876 22 
1913 4H 43 


1913 34 Slip 43 
1915 Chrome Bare 43 
1915 W.E, Bare 43 
1915 Chrome 


Pull Chain 43 
1915 W.E. Pull 
Chain 43 


1915-9537 W.E. 28 
1915-2537 Chrome28 
1921 W.E. Brown- 
tone or Ivory 
Bare 29 
1921 Chrome Bare 29 
1921-2501 W.E. 
Browntone or 
Ivory Wired 29 
1921-2501 Chrome 
Wired 29 
1921-2502 W. E. 
Browntone or 
Ivory 29 
1921-2502 Chrome29 
1922 Copper Bare 35 
1922-2503 35 
1950-2504 W. E. 
or Browntone 
Pull Chain 29 
1950-2504 Chrome 
Pull Chain 29 
1955 W.E. Brown- 


tone or lvory 


Bare 29 
1955 Chrome 
Bare 29 


1955-2504 W. E. 
or Browntone 
Pull Chain 29 
1955-2504 Chrome 
Pull Chain 29 
1964 Chrome 
Bare 43 
1964 Chrome 
Keyless 43 
1964 Browntone or 
Ivory Bare 43 
1964 Browntone or 
Ivory Keyless43 
1965 W.E. 28 
1965 Chrome 28 
1966 W.E.Bare 43 
1966 Chrome Bare 43 
1966 W. E. Pull 
43 


Chain 
1966 Chrome Pull 
Chain 43 
1966-18347 W.E. 
Wired 28 


List 


1.02 
1.62 


Catalog 
No. Finish Page 


1966-18347 
Chrome 
Wired 28 
1967 Browntone or 
W.E. Bare 43 
1967 Browntone or 
W.E. Wired 43 
1967 Chrome Bare 43 
1967 Chrome 


Keyless 43 
1968 43 
1969 43 
1969-F 43 


1983 W.E. Bare 43 
1983 Chrome Bare 43 


1983 W.E. 
Keyless 43 
1983 Chrome 
Keyless 43 
1983 W. E. Pull 
Chain 43 
1983 Chrome Pull 
Chain 43 
1983-2205 W. E. 
Keyless 31 
1983-2205 Chrome 
Keyless 34 
1983-2205 W. E. 
Pull Chain 314 
1983-2205 Chrome 
Pull Chain 31 


1985 W. E. Bare 39-43 
1985 W.E. 

Keyless 39-43 
1985 W. E. Pull 

Chain 39-43 
1985 Stat. Bronze 

Bare 39-43 
1985 Stat. Bronze 

Keyless 39-43 
1985 Stat. Bronze 

Pull Chain 39-43 
1985 Chrome 

Bare 39-43 
1985 Chrome 

Keyless 39-43 
1985 Chrome Pull 

Chain 39-43 
1985-2510 W. E. 

Keyless 31 
1985-2510 W. E. 

Pull Chain 314 
1985-2510 Chrome 

Keyless 31 
1985-2510 Chrome 

Pull Chain 314 
1986 W.E. Wired 43 
1986 Chrome 

Wired 43 
1990 W.E. Bare 43 
1990 Chrome Bare 43 


1990 W. E. 
Keyless 43 
1990 Chrome 
Keyless 43 
1990 W. E. Pull 
Chain 43 
1990 Chrome 
Pull Choin 43 
1990-918 Chrome 
Keyless 31 


1990-2508C W. E. 
Keyless 31 
1990-2508C W. E. 
Pull Chain 31 
1990-2508C 
Chrome 
Keyless 34 
1990-2508C 
Chrome 
Pull Chain 31 
1993 W.E. Bare 43 


List 


1.83 
18 


2.88 
42 
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PRICE LIST CATALOG No. 41 


The 
i 


RETURN TO 


DESIGN DIV. 


Catalog Catalog Catalog 
No. Finish Page List | No. Finish Page List | No. Finish Page Lit} GLASSWARE 
1338 sprame Bare 43 .60 ie te tee 5061 eae Bronse PRICE PER DOZEN S . I l f . . 
~ Be 1 i are a 
Keyless 43 63 | 3406 14 8.85 Corer 43 90 | Catalog - peeretr ormation and Instructions 
1993 Chrome 3501 15 3.15 | 5074 Stat. Bronze No. Finish ___Page _List 
_ Reyes 43 81 2007 : 2 G5 ease Wied 39 99 1104 42 216 (1) Read specifications shown under designs and on price sheets. 
.c. . rome 
nn Hull Ghats 43 93 3508 pe aeoe Rave jue 39 1.35 4 Fe a (2) Specify the exact quantity of each type of fixture you require. 
.' ronze i . 
Pull Chain 43 1.11 | 3600 30 1.05 Wired 39 1.11 |T-6 42 7.20 i i i i 
{O53-0ENe NE. ad 30 Tae | wave tose re = ie (3) ee eoteee number of each type of fixture, referring to design and price sheet for proper 
1993-9509 Chrome. bea Et 30 3:58 | 5104 Bronce 39 295 |S-8 42 10.50 
i 51 f a . aa . + 
Keyless 3 2.13 | 3690 30 1130 | 5104 Chore 33 2 GB-8 49 13.50 (4) State finish for each type of fixture, referring to design and price sheet for exact finish. 
1993-2509 W. E. 3625 30 1.80 | 5106E Bi 39 2.70 |T- . <p Boo ae : : 
Poll Chain. 31 2.95 | 3630 30 3°30 | S106E Chink 36 3°30 Le - pen (5) Give specific Shipping instructions—Freight, Express, Parcel Post, Mail, Air Mail or Express. 
1993-2509 Chrome 3635 30 3.60 | 5106M Bronze 39 3.30 : 6) Bulb: i ines 
Pull Chain 31-248 | 3640 30. 9.95] 5106M Chrome 39 = 4.05 | 11 45 26.25 eels or a inc rec In ees 
1993-2511 W.E. 3645 30 2.55 | 5108E B 39 1.80 |17 45 9.30 j i i ; 
en Pull Chain 98 1.95 3650 30 1-80 3108E Choa 39 955 119 45 1455 (7) Fixtures are shipped wired, except adapters. See price sheet on adapters. 
~ rome i 5108M Bronze 39 2.55 1G.95 AQ 20.95 8) Fi : ie a 
Pull Chain 28 2.25 | 3652 30 3.00 | 5018M Ch AO 330 |& i (8) Fixtures are stocked in standard packages ready for shipping; naturally, they are not subject 
1996 Chrome 31 5.70 | 3653 30 3.45 | 510814E Bioee 39 150 | 1-95 42 18.90 to change in design or finish. ‘ , 
omni i © Biteems Bis 2 83 (© asin sips winded wh sch pn, ihe end ch 
tA ain 21- 2 c 510814M Bronze 39 2.95 |G-103 42 29.65 ing slips are included with each shipment, which are checked and rechecked against 
2841 17 3.90 | 3665 30 3.15 | 510814M Chrome 39 2.85 1c. quantity of fixtures in each package. ; 
Pp 
2843 *T 10.20 | 3670 30 3.00 | 510814-912 G08 ae $3.08 
2844 17 10.20 | 3675 30 3.30 Chane 38 6.75 |G-105 42 22.65 r Any claims for shortages should be made with transportation company within 5 days after 
2845 17 14.85 | 3680 30 3.30 | 5109 Bronze 39 1.80 |471-D-222 45 10.20 receipt of shipment. 
2846 ily 14.85 | 3685 30 3.60 | 5109 Chrome 39 2.55 1918 45 28.80 
2991 6-22 4.35 i i 
2991 163 a3 4064 Browize Bare39-43 90 | 510914 Bronze 39 1.50 | 9006 45 7:90 (10) No claims will be allowed for fixtures lost or damaged in transit, as our responsibility ends 
Bag te 11.85 Keyless a548 414 510934 Chrome 39 2.25 | 007 45 9.00 on receipt of delivery slip from carrier. However, our traffic division will be glad to assist 
2995 16 16.50 | 4064 Chrome 510914-910 92008 45 10.80 you in filing any of your claims for proper adjustment. 
9996 16 16.50 Bare 39-43 1.20 Chrome 38 BHI 
2999 16 7:35 | 4064 Chrome . 5194 Bronze 39 3.00 | 2012 AS 34.50 (11) No merchandise is to be returned to us for credit unless authority is extended to do so. 
3085 37 2.10 Keyless 39-43 1.41 | 5124 Chrome 39 3.75 | 2014 45 49.50 fas 
3090 36 3.90 | 4066 Browntone, 5126E Bronze 39 3.15 | 2016 4S 71.85 (12) . = word is listed under design of each fixture for your convenience in ordering fixtures 
3108 W.E. W. E. lvory 5126E Chrome 39 3.75 |2016-A 45 71.85 y telegram. 
Keyless 31 1.65 Bare 43 45 | 51296MB 39 5 
3108 Chrome 4066 Browntone, ee grip || 2086 = pal0 (13) All prices are F, O. B. Factory and do not include Federal or State taxes, 
5126M Chi 39 4.35 
Keyless 31 1.95 W.E. Ivory 5200 rents re 140.50 2027 45 7.50 
3108 Wie ss aes, ee Kalas 43 66 | 504 Py aaieG 2061 44 7.05 (14) Terms are 2% cash discount if paid within 10 days from date of invoice, otherwise 30 days net. 
u ain n rome , 2062 45 7.50 
3108 Chrome _ Bare 43 75 | 5203M 40 18.00 2062-BL 45 19.45 (15) New accounts are always welcome on a credit basis. However to expedite shipment of 
Pull Chain 31 2.10 | 4066 Chrome 5210 A 11.95 3600 44 8.40 your initial order, please furnish us with the name of your bank and credit references. 
a OF ba E. Wired 31 2.85 i Keyless 43 696 | 5211 4 15.00 3098 4A 93.40 
rome 067 Browntone, 5220E 40 42.00 P (16) Orders for fixtures to be shipped C. O. D. (Express or Parcel Post) or Sigh i i 
: i OVD: ight Draft, Bill of Lading 
5194 Wired a ae 4067 We eucate 43 -42 | 5990M 40 13.50 | 2094 44 29.70 (Freight) should be accompanied by deposit for 25% of order. 
3194 1 16.50 W.E. , 5221 40 10.50 | 2201 44 SAS (17) Pri d A bj 
3196 oF 93.95 Keyless 43 63 | 5231M M 91.00 | 2202 44 25.20 rices and quotations are subject to change without notice. 
3189 1 835 4067-2061 Be pa3eM ns ces 2203 44 31.95 
1 4 08 tone, W. E. 1 -25 19905 44 13.50 
143 13343 | 4000 Braemione | Soa.s Te 30 (208 : = 
3144 19 9.75 or W.E. 6042 12 3.75 is 
3148 131250 | sose Bunions “| 608 12 450 |e aS 
3149 19 6.00 or W. E. : : 
3171 10 4.35 Bare 43 42 | 6051 23 1.80 | 2290 5 25 DON’T FAIL TO WRITE 
3174 10 13.05 | 4070 Bare 43 .42 | 6060 23 1.80 | 2291 44 15.60 
3176 10 17.85 | 4070 Keyless 43 .63 | 6093 23 2.55 | 2292 44 25.20 FOR 
aie 10 is aot Bare = ee 6521 20-22 1.80 | 2294 44 31.95 
10 1 Keyless 69 | 6522 20 2.40 | 9996 44. 43.50 
3181 6 278 | 4072 Bere 23 69 | 6523 go ue fee ee OUR COMPLETE CATALOG 
. eyless Pi 6524 20 A 
3186 6 15.00 | 4079 Pyll Chain 23 1417 3.60 | 9509 29 6.90 ON aq 
3189 6 385 6595 20 4.65 eS 
b 4074 Ivory Keyless22 2.95 2503 45 7.05 > 
3200 30 1.35 6526 20 4.65 r. 
3205 30 1.65 4075-A W. E. AQ 48 | 7090 Ivory and 2504 4S 10.80 uorescent i ti a hey 
3074 18 330 | 4075-A Chrome 42 63 Goll or 9506-C 45. 10.50 FI L oh ae 
a felis (to|  aeat = Uk Ue me O04 
A 75- rome. . ani fo) 23 78 a ~ < 
3215 18 10.50 | 4136 43 .15 | 7020 Chrome 23 1.05 eee ef tras i \ 
3216 18 11.25 | 4149 26 15.90 | 7022 13 1195 [2208 - bd 
3219 " 18 5.85 : 2510 44 16.95 
3301 T 4:65 | 3061 BB Bare No gon 13 240 bo511 447.35 
3304 7 16. over 43 .66 | 7025 13 4.50 ‘ < 
a d 398 || S061 (BT Barerand 8051 21 9.70 | 2523 44 10.50 
3309 7 6.30 Cover 43 .84 | 8055 a1 10.80 | 2524 44 14.25 
3401 14 2.70 | 5061 W. E. Bare 8056 21 11.85 | 2537 44 7.50 
3403 14 6.90 and Cover 43 -90 | 8070 14-21-23 3.75 |18347 45 6.45 
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